MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Jection:  19  Township:  10  North  Range:  1  west  Corner  ID:  wash  a- 17 

Monument  Description  &  Remarks:  Found  3/4”  Rebar,  no  cap,  0.4'  out  of  ground  at  sw  comer  of  section. 
Rebar  was  near  waters  edge  of  ditchline  -  may  be  under  water  in  wet  seasons. 

References  on  file  in  the  County  Surveyor’s  Office:  Mike  Mundy  survey  dated  May,  1995. 


